The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
Bureau of Laboratory Sciences 


02-29-12 


Dear ADA knasas: 

Enclosed Is the discovery packet for Commonwealth V Enclosed are 

copies of the following information: 

1. The Drug Laboratory Receipt 

2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form and Micromedex results 

4. The GC/MS Confirmatory Data 

1 was the custodial chemist in this case and Kate Corbett was the confirmatory chemist. If you 
would like to discuss this case, please feel free to call me directly at the number 


PeterPiro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
;617-983-6634 
Peter. Piro@state.ma.us 
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PIro,' Peter (DPH) 

\From: ;:'/Knasas, Andrius (SUF) 

Sent; Thursday, February 23, 2012 5:03 PM 

,Cc: .'Knasas, Andrius,(SUF) 

Subject; Drug Discovery; Comm v. 

■Hi Peter-and,Kate, .r V-'■' ' 



All documents generated in connection with the drug analysis of the following case: 



Location: 280 Humboldt Ave 


Next Court Date: 4/18/2012 Status 
Date of Incident: 10/30/2011 


Thank you for your prompt attention to this matter. 


Andrius Knasas 

Assistant District Attorney 

Suffolk County District Attorney's Office 

Roxbury Division of the Boston Municipal Court 

85WarrenStreet 

Roxbury, MA 02119 

Ph: (617} 396-5638 : 

Fax:(617)442-8931^ ^ 


■2/24/2012.V.y.:v, :.7' -V -: ^ 
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ADDRESS 


STATE 


LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 




















Date Analyzed; 
City; Boston D.C.U. Police Dept 

Officer; P.O. RENEE JACKSQt 






Amount: 2.5 

No. Cont: l Cont: pb 

Date Rec'd; 1 1/01/2011 
Gross Wt.; 2.23 


SubstTAB 


. / 


Prelim: 




No. Analyzed 
NetWeight£9^^/^/^?'^'^' 
’ # Tests: 


'^mc 




Findings: 
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DRUG POWD 


PRELIMINARY TESTS 
Spot Tests 


Microcrvstalline Tests 


Chloride 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR 


Revised 7/2005 
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Drug Information 

DRUG NAME; OXYCODONE HYDROCHLORiDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue ^ 

■■ Shape: .Oirde ; 

Irnprint: M The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M3 0 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
;;30 , M :30 ; ■ ■ 

Form: Oral Tablet ; 

Available-Container-Size; Bottle of 

100 - 


NDC: 0406-8530-01 

Excipients: Cellulose, 
Microcrystatline; Sodium Starch 
Glycolate; Starch. 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status; Schedule II 
Availability: United Slates 
ProductlD 6594281 
Contact: Covidien Mallinckrodt 


AAPCC Code; 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetytsalicylic Acid) 



































vial Number 
AcquisitionMeth 


Ret, ..Time 




























Area Percent / Library Search Report 



Date Acquired : B Peb 2012-4:07 
Sample . Name ■;;. V ; OXYCODONE. STD 
Submitted by ;, V: 


Vial ;Number.' 74 


AcquisitionMe th:/DRUGS.M 
^Integrator ;; ; : RTE . 


:Search Libraries: . C:\Database\SLI.L Minimum.Quality: ;85.; 

C:\Database\NIST05a.L Minimum Quality; 85 

■ C; \Database\PMW__TOX2 . L 


PK#.' ; .RT ; . . Library/ID ■ ;. CAS# 1 ^ Qual 





11 V ; 5.92 .C:\Database\NIST05a.L 



Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 : 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
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Date Acquired 
Sample Name 
Submitted by , 
Vial iNumber : : : - 
AcquisitionMeth 
Integrator 


: 8 Feb 201.2 : 5:25 

BLANK : . : y : i 

:P. PIRO ;- 


DRUGS., M 
RTB :. yy. 


Abundance 


TIC: 816379.D\<Jata.ms 


Ret .y Time 


***NO, INTEGRATED PEAKS.*** 


Mon :Feb 27 15:07:19.2012 
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: Area:Percent,/;Library /Search Report 



; / Submitted : by /: P. PIRO :- 

; ^Vial : Number/:/v -iSO ■ 

: AcquisitionMeth; /DRUGS . M.: 
^Integrator.; :■ ; ; RTE :■ 



Search .Libraries: . .C: \Database\SLI .L .;. y \ / ; / . Minimum -Quality:. 85 
\ C: \Database\NIST05a.L /.;:/.y . Minimum Quality: 85 
C:\Database\PMWjroX2.L lyy 


. CASif i ,/ .-^/Qual 



.-1 ■ / 5.93 . / : C:\Database\NIST05a.L. 


Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



Abundance 


Average of 5.888 lo 6.084 rnin.: 816380.b\dala.ms (-) 



Mon Feb 2.7 15; 07:23.2012 . -V 
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. Area. Percent / Library Bearch Report 


: Information from 

Data File: : '/ v - 


•KAC'. 

Date Acquired ; 

8 Feb 2 012 6 : 11 :; t-V ^ -'r- v ■:;t 

: Sample Name 

BLANK : V' 

Submitted by ■ /: 


Vial Number : : 

: - 2 -t; 

:AcquisitionMeth: 

DRUGS;m ' 

; Integrator ;. 

tv;:.;-!';! ; 


:Aburidance ;.; ; 




' nl.. ■ .. ■ ..... ' ■ • " ■ . 

■ V ! ■ . 

Time--> 2.00 

3.00 

:.i4.qo 

5,00 6.00 

- 1 f r r 

7.00 _ 

* * f < « 1 — 1 — r-T-T-i—i < > ) .| t ■; F i-pi--T—1—r- 

8.00 9,00 10.00 11,00 12,00 







Ret. Time. 



Area 

Area 

■% '---Ratio,:% ' 1 - 


***N0 INTEGRATED PEAKS*** 
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Area Percent /Library Search Report 


:Information from Data.File: 



■Date Acquired:8 Feb 2012 6:27 

; : Sample Name \ STD 

: /Submitted.:by / :. 

:Vial. Number . ::: . 74 


AcquisitionMeth; DRUGS.M 
Integrator RTE 


Search Libraries I C: \Database\SLI .L ^ ^ Quality:. 85 

..' C:\Database\NIST05a.L - . Minimum Quality:. 85 

C: \Database\PMW_TOX2 . L : 


.PKfl t; RT : ;.:t; Library/ID.;: . CAS# ;; . it , Qual. :: 


; ./ i; :.i:5..92 : .C:.\Database\NIST05a.L 

Morphinan-6-pne, 4,5-epoxy-14-hydro 000076-42*6 99 
Morphinan-6-one, 4,5-epoxy“14-hydro 000076-42-6 ; 99 
Morphinan-6-one, 4,5-eppxy-14-hydro 000076-42-6 99 



Abundance 


Average of 5.882 to 6.089 min.: 816383.D\daia.tT)s (-) 




Mon Feb S? 15 : 07 : 39.2012./V . ■ ./ Page. . 2 
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